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This invention relates to smoking pipes and 
has for ifs 'general object the provision of simple 
and inexpensive means whereby the pipe may 
conveniently be cleaned and the products of com- 
bustion, commonly known as sludge, nicotine, 
far, etc., may readily be removed, and also the 
provision of means whereby such combustion 
products may be removed from the tobacco fumes 
before such fumes enter the pipe stem. 
In the drawings accompanying and forming a 
part of this application, 
Figure 1 is a central longitudinal section of 
a pipe embodying my invention. 
Fig. 2 is a similar section of a modification. 
Fig. 3 is an elevation on an enlarged scale of 
the cup hereinafter referred fo. 
Fig. 4 is a central longitudinal section of the 
condensation chamber and a portion of the tubu- 
lar member affording a duct between the bow] 
and mouthpiece of the pipe. 
Fig. 5 is a section on a stfll larger scale of the 
filter provided for the inner end of the condenser 
chamber. 
Fig. 6 is an end view on the same scale as 
Fig. 5 of said filter. 
In the particular drawings selected for more 
fully disclosing my invention and the underlying 
principle thereof, said drawings tobe considered 
as illustrative, merely, and hot restrictive,  0 rep- 
resents the bowl portion of the pipe which con- 
sists of three sections, namely, the bowl section 
t; the socket section 2 ai the lowermost end 
of the bowl portion and the section $ intm.me- 
diate the other two. Secured into the interme- 
diate section in any suitable manner by screw 
threads $4, as shown, or frictional]y, is a tubular 
member |5 having an outward]y flaring uppel- 
portion 6, the lower end of said tubular mem- 
ber extending into the socket section aforesaid. 
A cup  is disposed in the socket section 2 
and held in operative position by any suitab]e 
means, such as the boit  8, shown in the present 
instance, the inner end of said boit being engaged 
in the peripheral groove 9 formed in the cup. 
The compression spring 0 forces the end of the 
boit in the groove and by means of the button 
or linger pieCe $ 8' the bolt may be moved axially 
to release the cup. Interposed between the cup 
and the intermediate section of the pipe portion 
is a compression spring $ so disposed as to urge 
the cup outwardly when the bolt is moved to the 
right. The cup may be lined with a sheet of 
absorbent material  which may readily be re- 
moved when the cup is sprung out of its socket 
and replaced by a clean sheet. 

2 
The stem portion 23 integral with said bowl 
portion, is provided with the usual duct tt be- 
tween the bowl proper and the mouthpiece 25. 
After the pipe bas been used for a while, the 
 cup is sprung out of its socket, as above de- 
scribed, cleaned and replaced, but the sprin'g 
is so arranged that it will remain in the socket 
section  after the cup has been removed there- 
from. In the present instance, the uppermost 
l0 spire  of the spl'ing is of greater diameter than 
the others and extends over the fiaring edges of 
the cup, thus being in frictional engagement 
with the wall of the socket section . 
As shown in Fig. 2, a tubular member 2 is 
15 disposed in the stem portion in register with the 
central longitudinal bore of the mouthpiece. 
The inner end of said tubular member which may 
be of aluminum, or other suitable metal, is en- 
larged both radially and axially to provide an 
0 expansion chamber 2, the function of which is 
to cool the smoke before it enters the mouthpiece 
and the inner end of said chamber is provided 
with filter means  of any suitable type. The 
fillter means is frictionally engaged with the end 
5 of the expansion chamber and, as shown ïn Figs. 
4 and 5, the periphery of the filter may be 
grooved, as indicated at 3], to receive a periph- 
eral rib $ formed on the inner surface of the 
outer end of the expansion chamber. 
30 In the manufacture of the pipe, the bore 
in which the bolt is disposed, is made by boring 
from the forward end of the bowl portion and 
that portion of such bore to the left of the socket 
section is then filled with a plug ]. 
35 In the form shown in Figure 2, the stem por- 
tion is bored from end to end to form the duct 
$tt and then said duct is reamed out or otherwise 
enlarged suflïciently to accommodate the expan- 
sion chamber . The tubular member 27 may 
40 either be integral with the enlargement thereof 
which forms the condensation chamber or else 
rigidly attached thereto by electric welding or 
otherwise. The rearward end of said tubular 
member abuts the forward end of the mouth- 
45 piece and, as the enlarged end thereof snugly fits 
the bore in which itis disposed, the member 
will remain flxedly in the position shown in 
Fig. 2. 
ttaving thus described illustrative embodi- 
50 ments of my invention without, however, limiting 
the saine thereto, what I claim and desire fo 
cure by Letters Patent is: 
1. A smoking pipe comprising in combïnation, 
a bowl, a mouthpiece, a stem portion provided 
55 with a duct between said bowl and mouthpiece, 
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a removable upwardly-extending open-ended 
cup disposed beneath said bowl, said bowl having 
a bore communicating with said cup and the 
outer periphery of said cup being provided with 
a groove, a spiral compression spring interposed 
between said bowl and said cup, said spring urg- 
ing said cup outwardly, a spring pressed bolt 
ing its outer end in engagement with said groove 
ïor locking said cup in operative position against 
the action of said compression spring and man- 
ually actuated means for moving said bolt axially 
to release said cup. 
2. A smoking pipe comprising in combination, 
a bowl section, a socket section af the lowermost 
end thereof, a mouthpiece, a stem portion pro- 
vided with a duct between said bowl section and 
mouthpiece, a removable cup disposed in said 
socket section, said bowl section having a bore 
communicating with' said cup, a compression 
spring interposed between said bowl section and 
said cup, said spring urging said cup outwardly, 
thè uppermost spire of said spring being of great- 
er diameter than the others and being disposed 
l'or frictional engagement with the wall of said 
socket section whereby said spring will remain 

4 
in said socket section after the cup bas been re- 
moved therefrom, and manually actuated means 
for lockinE said cup in operative position against 
the action of said spring. 
FREDEIICK MYERS. 
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